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“4. MOST APPRECIATIVE OF HOS SUPPORT. 

2. REF A PARA 3. LATEST MAP CASE NOCK UP BY 
COMPLETELY SATISFACTORY WITH THE ONE EXCEPTICN GF SUBSTITUTING 
THE ON-OFS VALVE FO8 THE CHECK VALVE. [Has THIS 
INFORMATION. . 

3. THE ONE ADDITIONAL FEATURE, ALSO DISCUSSED WiTH [ 
AND GOL BURKE, OF “MANUFACTURING ONE OR PERFERABLY TWO OXYGEN SUIT 
CONNECTIONS FOR NUAL HOOK-UP TO HORVAL AND EMERGENCY SYSTEW iS 
REQUESTED. THIS GAN BE USED SIMILAR TO A DOUBLE ELECTRIC OLUG BY 
INSERTING IN ARY OF THE PRESENT SU:T GXYGEN CONNECTIONS. 

4, REF B. 4 SEAT PACK URITS WERE USED IN FABRICATING JNITS HERE 
IN CONNECTION WITH KWBASL ENGINEERING TRAWING Hei6s, IF[L__] 
FURNISHES GOMPLETE MAP CASE UNITS THEN THE TOTAL CAN BE REDUSED 4 FOR 
4. HOWEVER, 4 UNIT 1S REQUIRED TO REPLACE 2 DAMAGED UNIT. UNIT IS 
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5. WILL APPRECIATE @NY ACTION TO EXPEDITE DELIVERY. 
END OF MESSAGE 
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